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Xingtcl Xiamen Electronics Co., Lid. 

Xingtel Building, Chuangxin Rd. Torch Hi-tech Ind. District Xiamen 
361006. PR China 



And. in accordance with the following Directives; 

2006/9S/EC Low Volt 
That this product has been assesse$agaSpet tl 

LVD: 



nN 60950^1:200/ 





ctive (as amended) 
ing Standards; 



Application of the CE NVrk J£ ; pcrmittcd only after all applicable requirements are met in accordance with 
the European Union Rules,"*rncluding the manufacturer's issuance of a "Declaration of Conformity." 
Additional guidelines can be found at: 

.VD Directive website: http://ec.eurona.eu/enternriseycleclr equipment/I v/index.htm. 
This attestation is specific to the standard(s) stated above and compliance with additional standards and/or 
directives may be required. 
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Bay Area Compliance y Lab Ccrp. 

Bay Area Compliance Laboratories Corp. (Shenzhen) 

6/1", the 3" 1 Phase of Wanl.i Industrial Building 

Shillun Road, FuTian Free Trade /-one, Shenzhen, Guangdong, China 

Phone: +86-755-33320018, Fax: +86-755-33320008 

www.baclcorp.eom 

ATTESTATION OF CONFORMITY 



Date of Issue: 2009-12-09 



Attestation Number: RSZ091 12303-3 



Bay Area Compliance Laboralorics Corp. (Shenzhen) hereby declares that testing has been 
completed and reports have been generated for; 



Trade Name: 
Product: 
Model: 
Applicant: 



Xingtcl; TTEC PLUS 

Corded Phone 

XL-2023IDM; TK40S0 

Xingtel Xiamen Electronics Co., Ltd. 

Xingtel Building, Chuangxin Rd, Torch Hi-tech Ind. District Xiamen 

361006, PR China 



And. in accordance with the following Directives; 

2006/95/EC Low VoltageJiirectivcOSQriiended) 
That this product has been assessed against thc^llgi^ng Standards; 
LVD: EN 60950$r2Gty6 

V.. V\ 

Application of the CE rJM^pcmiitte<£baly>fter all applicable requirements are met in accordance with 

the European Union Ruljks, including the manufacturer's issuance of a "Declaration of Conformity." 

Additional guidelines carl £e found at: 

LVD Directive website: htrft:/&g.eurona.eu/enterprise/electr equinm cnt/lv/index.htm. 

This attestation is specific to the standard(s) stated above and compliance with additional standards and/or 

directives may be required. 
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Bay Area Compliance If Lab Corp. 



Bay Area Compliance Laboratories Corp. (Shenzhen) 

6/1", the 3" 1 Phase of WanLi Industrial Building 

Shillun Road, FuTian Free Trade Zone, Shenzhen, Guangdong, China 

Phone: +86-755-33320018, Fax: +86-755-33320008 

www.baelcorp.com 

ATTESTATION OF CONFORMITY 



Date of Issue: 2009-12-09 



Attestation Number: RSZ091 1 1604-3 



Bay Area Compliance Laboratories Corp. (Shenzhen) hereby declares that testing has been 
completed and reports have been generated for; 



Trade Name: 
Product: 
Model: 
Applicant: 



Xingtel; TTEC PLUS 
Corded Phone 
XL-2029IDM;TK4060 

Xingtel Xiamen Electr 

Xingtel Building, C, 
361006, PR China 




Hi-tech Ind. District Xiamen 



And, in accordance with the follow^ 

2006/95/EC.LowS^oItage Directive (as amended) 

That this product has brffflfesessed agarnstthe following Standards; 
%N 60950-1:2006 



LVD: 



•A - V 



Application of the CE Mark is permitted only after all applicable requirements are met in accordance with 

the European Union Rules, including the manufacturer's issuance of a "Declaration of Conformity." 

Additional guidelines can be found at: 

LVD Directive website: http://ec.europa.eu/enterprise/electr equipment/1 v/index.htm . 

This attestation is specific to the standard(s) stated above and compliance with additional standards and/or 

directives may be required. 



Attestation by: 



John Chan 



Certification Manager 
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Bay Area Compliance y Lab Corp. 

Hay Area Compliance Laboratories Corp. (Shenzhen) 

6/F, Ihe 3 rt Phase of Wanl.i Industrial Building 

Shillua Road) FuTian Free Trade Zone. Shenzhen, Guangdong. China 

Phone: + 86-755-33320018. Fax: +86-755-33320008 

wwH.baclcorp.coni 

ATTESTATION OF CONFORMITY 



Date of Issue: 2009-1 1-12 



Attestation Number: RSZ09102802-1, RSZ09102802-2 



Bay Area Compliance Laboratories Corp. (Shenzhen) hereby declares that testing has been 
completed and reports have been generated for; 



Trade Name: 

Product: 

Model: 

Applicant: 



Xingtel; TTEC PLUS 
Corded Phone 
XL-2095IDM; TK4040 

Xingtel Xiamen Electronics Co., Ltd. 

Xingtel Building, Chuangxin Rd, Torch Hi-tech Ind. District Xiamen 
361006, PR China 



And, in accordance with the following Directives; 

2004/108/EC Electromagnetic Com 




ility (as amended) 



That this product has been assessed against the^SOoWmg Standards; 

EMC: EN 55022: MfifrtAl: 200?jciass B 

EN 55024M998W: 2001-&2: 2003 

V . Vi 

Application of the CE Mar^itjxjrmilicd only after all applicable requirements are met in accordance with 
the European Union RulcsXncluding the manufacturer's issuance of a "Declaration of Conformity." 
Additional guidelines can rmfound aj: 



\C Directive website: httpV^ec.cujbpa.cu/enterprise/electr_equipment/emc/index.htm. 
is attestation is specific to theVwm*dard(s) stated above and compliance with additional 



EMC 

This attestation is spec 
directives may be required. 



standards and/or 



Attestation bv: 



John Chan 
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ATTESTATION OF CONFORMITY 



Date of Issue: 2009- 12-04 



Attestation Number: RSZ091 12303-1, RSZ091 12303-2 



Bay Area Compliance Laboratories Corp. (Shenzhen) hereby declares that testing has been 
completed and reports have been generated for; 



Trade Name: 

Product: 

Model: 

Applicant: 



Xingtel; TTEC PLUS 
Corded Phone 
XL-2023IDM; TK4050 

Xingtel Xiamen Electronics Co.fc.td. 

Xingtel Building, ChuangxinJkLT«ch Hm h Ind. Di .i:ic; i. rv. 
361006, PR China 



And. in accordance with the following Directh 

2004/108/EC Electrofiv^ifprctic Compatibility (as amended) 

That this product has been assessed agai^Uhe following Standards; 

EMC: EN 55022 :«006+A;A 2007 Class B 

EN 55024: 199'8+Af: 2001+A2: 2003 



Application of the CE Mark ftpcrmittvid only after all applicable requirements are met in accordance with 

the European Union Rules, including t)ie manufacturer's issuance of a "Declaration of Conformity." 

Additional guidelines can be fbvum&r 

EMC Directive website: http://ec.curopa.eu/enterprise/clectr_equipment/omc/index.htm. 

This attestation is specific to the standard(s) stated above and compliance with additional standards and/or 

directives may be required. 
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ATTESTATION OF CONFORMITY 

Date of Issue: 2009- 12-16 Attestation Number: RSZ09 112302 

Bay Area Compliance Laboratories Corp. hereby declares that testing has been completed 
and reports have been generated for; 



Trade Name: 
Product: 
Model: 
Applicant: 



Xingtel; TTEC PLUS 
Corded Phone 
XL-2029IDM; TK4060 

Xingtel Xiamen Electronics£o., Ltd. 

Xingtel Building, Chuangxinwd, Torch Hi-tech Ind. District Xiamen 
361006, PR China 



And, in accordance with the following Directives; 

Applicable to D^Wctiv^pl/263/EEC (The Telecommunications 

Terminal Equipm^ht^irective) 

\"\ 
That this product has been assessgd-against the 'following Standards; 

ETSI ES.203 WA V2.1.1 (2005-08) 
ETSI ES^203 021*2 V2.1.2 (2006-01) 
ETSI ES 203 02l'-3 V2.1.2 (2006-01) 



Application of the CE MaTfc is perrn'itted only after all applicable requirements are met in accordance with 
the European Union Rules infcfudirtg the manufacturer's issuance of a "Declaration of Conformity;" 
This attestation is specific to the standard(s) stated above and compliance to additional standard(s) may be 
required. 



Attestation by: 



John Chan 



Certification Manager 



Signature 
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2009-12-16 
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